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NARA RG104, Entry 1, Box 123 


[Abstract:] Shortage of $7.58 on Annual Assay Coins... 191 
P 


Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

February 18, 1881 


Sir: 


Referring to your letter of the 15th instant stating that a careful count and weighing of the 
Assay coins from the several Mints shows a shortage of $6.03 in gold and $1.55 in silver making 
a total loss of $7.58 I have to say that inasmuch as it cannot now be determined whether this loss 
is on the coins of any particular Mint or on the whole number and as there is no appropriation 
available for the payment of the same you are authorized with the consent of the Coiner and 
Melter and Refiner to charge the amount to their workings. 


In future the Assay coins of the several Mints should be kept separate after being counted 
and weighed by the commission as it could then be ascertained upon what coins the loss 
occurred. 


Very respectfully, 
Horatio C. Burchard 
Director 


A. Loudon Snowden, Esq. 


Supt. Mint of the US. 
Philadelphia 


[Noted at bottom: ] 


Mem. by L.RC.:: 
Weight of Gold 324 Value $6.03 
Do. “ Silver 1.33 do: $1.55 133°5, 


Rec’d. this day from M & R. 
Feb. 21 /81 


